3MM Soft inner and Hard outer Bite 
Guard 





Soft inner layer for extreme comfort and hard outer layer for 
durability- This intermediate type is the most common bite guard. 
It’s intended for mild/light occlusal bruxism (Clenching, grinding 
and shifting). Should be used at any time of the day and not just at 
night. Very comfortable. 





Related Products 





Night Guards 
1.3MM Soft Night Guard 4MM Soft/Hard Night Guard 2MM Soft/Hard Night Guard 


$74.99 $104.99 $78.99 


CONTACT INFO 
MJ&E MANAGEMENT 


- JOHNSON CITY, NY 13790 (866) 218-6269 , (607) 247- 


8136 


CONTACT US 
- PHONE: (866) 218-6269 , (607) 247-8136 
HOURS 
ං AVAILABLE 24/7 


